AMENDMENT NO. 1 MAY 2002 


TO 
IS 13785 :1993 PESTICIDE — DODINE WP — 
SPECIFICATION 
[ Page 1, Table 1, SI No. (iv) ] — Substitute the following for the existing: 
a) (2) (6) (4) (5) 
iv) pH of 1% solution Sto9 B = 
at ambient temperature 
( Page 2, Annex A ) — Insert the following new Annex after Annex A: 
ANNEX B 
[ Table 1, Sl No. (iv) ] 
METHOD OF TEST 


B-1 APPARATUS 
B-1.1 pH Meter 
B-2 PROCEDURE 
B-2.1 


Dissolve 1g of the,material in 100 ml freshly boiled and cooled water and mix 
the material thoroughly with the help of glass rod and determine the pH value of 
the solution with pH meter as prescribed in IS 5741 : 1970. 


(FAD 1) 
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